FreeBSD Problems (Minix is Least LoC) 
DOI: 10.4931/1394 (BSD Most LoC) 
Comparison of Calculate Linux to NomadBSD , 
GhostBSD , and DesktopBSD ... (Linux Mid LoC) 
No Speaker-test , No Base32 , No Base64 , No Lame 
Ffmpeg codecs , No Aplay , No Bc, No fdisk -I1 , No 
ext read on Live USB only when installed , No 7z 
Encryption out of the Box , No Shuffle/Shuf , No 
Arecord , No Gimp , No Ublock Origin Pre 
Installed , No option for Brave Web browser , 
Limited Command Functionality n BASH Born 
Again Shell , More Lines of Code , Proprietary 
Blobs of Code Richard Stallman Pointed That 
Out , GNU was a counter to Unix , On GhostBSD 
Certain Healthcare Websites will block BSD 
Systems and J still can’t figure that shit out either , 
Network Manager does not have Mac Address 
Spoofing and you have to use Terminal to Change 
your DNS and Mac Address so Dumb People will 
have a Harder Time With it , Limited 
Functionality using Veracrypt and gives you errors 
sometimes , Iris Mini and Brave and Baudline are 
Still Limited on it , Iridium Sucks and Brave and 
Chromium are Better with Ublock Origin and 
Privacy Badger , OpenVPN is not Pre Installed and 
you will have a harder time on WiFi Spoofing the 
Mac Address to £4f4f4f4f4f4 with 456011 DNS ... 
FreeBSD is a Copy Paste Unprofessional Job ... 


